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January 17th. 1891 


H.Ho Cobb,Chief Clerk, 


United States Mint, 


Philadelphia, Pa 


Dear Sir:- 


Enclosed herewith please find our bill and its duplicate,dated 


Jan* 16th» for one fusible plug body and key,and six caps,amounting to 


$10.00. This completes your order #869 dated Jan* 14-91,and the goods were 


handed personally to your engineer,Mr* Wm* P. Pratt,by the vfriter yester¬ 


day, the 16th. inst. 


Yours truly, 
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NARA RG104, Entry 1, Box 168 


Edge Moor Iron Company, 

(P.O. Wilmington, Del.) 

Edge Moor, 

January 17, 1891 

H.H. Cobb, Chief Clerk, 

United States Mint, 

Philadelphia, Pa. 

Dear Sir: — 

Enclosed herewith please find our bill and its duplicate, dated Jan. 16th for one fusible 
plug body and key, and six caps, amounting to $10.00. The completes your order #869 dated Jan. 
14-91, and the goods were handed personally to your engineer, Mr. Wm. E. Pratt, by the writer 
yesterday, the 16th inst. 

Yours truly. 

Edge Moor Iron Company, 

Wm. E. Sellers 
Secretary. B. 

Dictated to Short Hand Writer. 



